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ABSTRACT 

This guide, resulting from a four-site middle school 
study of the use of computers and related technology in second 
language instruction, is presented for the use by middle school 
language teachers. The guide includes lessons, coded to the state 
teacher handbook for second language instruction, and management 
hints, sample lesson plans, and other resources • Introductory 
material includes an overview of the project, a list of project 
sites, and lists of individuals and software that may be useful 
resources for classroom teachers. A lesson plan template is also 
included. Sample lesson plans consist of software lessons for word 
processing in both French and Spanish courses, for language study in 
both French and Spanish, and for creative activities, including 
educational games and word processing utilities. The lesson plans are 
tied to specific, generally-available computer programs, and contain 
illustrations of computer screens contained in the programs. An 
instructional telecommunications network, available to educators in 
North Carolina, is also described. Suggestions and directions for 
classroom use of the electronic mail capabilities are offered. An 
appendix contains illustrated instructions for adapting a television 
and videocassette recorder for use as a computer monitor. (MSE) 
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fore>vcrd 



North Carolina has made tremendous progress in offering second languages 
in grades K-12. Good language programs require not only good teachers, but 
also appropriate teaching resources. 

In recognition of the need for utilizing technology and identifying resources 
for these programs. Computer Services In Media and Technology Services 
and Second Language Studies in Curriculum and Instruction have jointly 
coordinated a project in four pilot sites. Participants at each middle grade 
site have used technology and computer programs in their French and 
Spanish classes. 

The lesson plans and information from the project have been compiled into 
this volimie. EaaSDfiEi. The guide, designed to provide resources and 
guidance to school personnel statewide, is being distributed to local 
education unit contact people for computers and second languages. It is also 
available through the Department of Public Instruction's Publications 
Section. 

We extend a special thank you to the teachers who participated and to the 
sections in Program Services who worked with them to create this valuable 
resource. 



Bob Etheridge 

State Superintendent of 

Public Instruction 
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TechnclcuY and Second Languaige Studies at Middle Grades 



Project Overview 



As school systems continue their progress in implementing their middle 
grades second language program, it has become apparent that teachers need 
additional resources for use in middle grades second language instruction. 
At present, many teachers find themselves faced with the dilemma of 
finding appropriate materials. The new multi-mode second language kits on 
the market are intended for use by younger students and are not applicable 
for most middle grades classes. Teachers are having to customize a 
program from a variety of resources, with the end results often being a 
combination of teacher-made items and revamped commercial materials. 

In recognition of this lack of materials, Second Language Studies and 
Computer Services joined together to develop resources using the 
microcomputer to assist middle grades language teachers. Teachers of 
French and Spanish at four selected sites were trained for the project. 
These teachers explored the best computer software and technology 
available for instruction. After each teacher tried the software with students 
in actual classroom situations, they developed comprehensive lesson plans. 

This guide includes the lessons, coded to the Teacher Handbook. Second 
Language Studies. K-12 . plus management hints, sample lesson plans, and 
other resources available to assist language teachers. One special feature of 
the project is the telecommunications component where students were able 
to develop materials on the computer and either send or transmit their 
information via telecommunications services. 

The project has been successful thanks to the time and efforts of the 
teachers selected. Certainly technology has a place in instruction both as a 
motivational and an instructional tool. One may contact Computer Services 
and Second Language Studies personnel, as well as tlie site participants for 
further details. 



February, 1990 

Computer Services, 

Media and Technology Services 

Second Language Studies, 

Curriculum and Instruction Services 



The Middle Grades Seccnd Latieuanes 
Teachers and DrcJect Sites 



Burlington City Schools 

Dr. Barbara Tapscott 

Assistant Superintendent for Instruction 

1712 Vaughn Road 

Box 938 

Burlington, NC 27215 
(919) 226-1151 



Burlington City Schools 
Ms. Rita Fein* 
Broadview Middle Schools 
2229 Broadview Drive 
Burlington. NC 27215 
(919) 227-2766 



Currituck County Schools 
Ms. Clara EHiBois 

Assistant Superintendent for Instruction 
P.O. Box 40 
Currituck, NC 27929 
(919) 232-2223 



Currituck Cour ty Schools 
Vs. Gerl 3miejan 
Moyock Elementary School 
Moyock, N.C. 27958 
(919) 435-6521 



Caldwell County Schools 

Ms. Sandra Stames 

Coordinator of Elementary Education 

P.O. Drawer 1590 

1914 Hickory Blvd.. SW 

Lenoir, NC 28645 

(704) 728-8407 



Caldwell County Schools 
Ms. Birgitta McGalliard 
Hudson Middle School 
291 Pine Mt. Road 
Hudson, NC 28638 
(704) 728-4281 



Winston-Salem/Forsyth 
County Schools 
Ms. Claudette Jarrett 
Second Languages 
Box 2513 

Winston-Salem, NC 27102 
(919) 727-2845 



Winston-Salem/Forsyth 
County Schools 
Ms. Carolyn Lyttle 
Philo Middle School 
410 Haverhill Street 
Winston-Salem, NC 27107 
(£ '9) 784-0420 



• Ms. Fein is now located at 
Shadybrook Elementary 
High Point, NC 27261 

(919)869-7411 
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Ncrth Carelina |)assp€rt Sites 



Ms Birgi^U McGalliard 
Hudson Middle School 
291 Pine Mt. Road 
Hudson, NC 28638 
French 



Ms Carolyn Lyttle 
Philo Middle School 
410 Haverhill Street 
Vinston-Salem, NC 27107 
Spanish 



Ms Geri Smie jan 
Moyock Elementary 
Moyock.NC 27958 
Spanish 



*Ms Rita Fein 

Shadybrook Elementary School 
503 Shadybrook Drive 
High Point, NC 27260 



Ms Rit;s Fijin* 

Broadview & Turrentine Middk* Schools 
2229 Broadview Drive 
Burlington, NC 27215 
French 




Uslna Tectinel€e>' In Second Laneuaees 
Instriiciicn at /Vilddle Grades 



Vcrd Processing [>ro6ranns 

• ETG- Easy Text and Graphics Plus 
IBM 



Savtek Corporation 
P.O. Box t077 
Waitham, MA 02254 
(617)891-0638 
$89.95 



• EuroWorks 

Compatible with AppleWorks 
for French, German, Italian, and 
Spanish. 
Apple 

• KWWriter* 
App'e version 
French 5145 
Spanisr)5197 



S. A. AuTeur Co. 
Box 7459 

Beaverton, OR 97007 
(503) 645-2306 
$30.00 

Gessler Software 

55 West 13th Street 

New York, New York 10011 

(212) 627-0099 

$37.95 



Mi Editor Primario 
Spanish version 
IBM 

#4890 5 1/4 
#4897 31/2 



IBM Order Center 
P.O. Box 26688 
Raleigh, NC ^7602 
(919)850-7690 
$75.00 less 30% discount 



MultiScribe 

has foreign language Font Paks 
Font Pak #7 « French, Spanish, 
Italian, German, Russian, Polish, 
Portuguese, Swedish, Danish, 
arid Norwegi8in. 
Apple 

Spanish FrEd Writer 
Software and chip for adapting 
Apple lie 

Apples 1/4 diskette 



* Program Is on screen only, dees not print 



Scholastic 

2931 East McCarthy 

P.O. Box 7501 

Jefferson City, MO 65102 

1-800-541-5513 

$99.95 Program 

$19.95 each for Font Paks 

Hands-On Training, Inc 
4021 Mien School Road 
Bonita, CA 9200?. 
(619) 475-4852 
1 -5 copies $45.00 each 
6-1- $35,00 each 
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Lanituac»e Study Prcgrams 



Basic Vocabulary Builder 
Apple versions 
Spanish 941 1X 
French 9425X 



National Textbook Co. 
Passport Books 
4255 West Touhy Ave. 
Uncolnwood, 11 
60646-1975 
1-800-323-4900 
$49.95 each 



Blossom-French (with cassettes) 
Apple 



Lingo Fun, Inc. 
P.O. Box 486 
Westerville, OH 43081 
(614) 882-8258 
$39.95 each module 
$299 for all 8 modules 
with cassettes 



Cloze Encounters in Spanish 
Cloze Encounters in French 
Apple/IBM 



Networked version 



Lingo Fun, Inc. 
P.O. Box 486 
Westerville, OH 43091 
(614) 882-8258 
$<i9.95 each 
$150.00 



En Vacances and 
En Ville 
Apple versions 



Coliamore/D.C. Heath 
125 Spring Street 
Lexington, MA 02173 
1-800-428-8071 
$108. 00 each 



French Vocabulary Games 
Spanish Vocabulary Games 
Apple 
Int 8201 
Int 8101 



Tarmac 

71 North Market Street 
Asheville, NC 27707 
1-800-222-8270 
$49.95 each 



• Multilingual Storyteller 
Apple 

French, Spanish, German, and 
Italian language sets 

Networked verston 

• Un Repas Franj^is 
Una yisita a Mexico 
Un Dia Tipico 
Apple 



LJngo Fun, Inc. 
P.O. Box 486 
Westerville, OH 43081 
(614) 882-8258 
$39,95 
$150.00 

Collamore/D.C. Heath 
12S Spring Street 
Lexington, MA 02173 
1-800-428-8071 
$1v32.00 each 



o 
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Word Attack Plus in Spanish 
Apple/ IBM Versions 



Lab Packs (5 disks with a 
coupon for a Une Teacher's Guide) 



Davidson and Associates 
3135 Kashiwa Avenue 
Ton-ance, CA 90505 
1 -800-556-6141 
$49.95 each 



$149.95 



• Word Attack Plus in French 
Appie/IBM Verstons 



Davidson and Associates 
3135 Kashiwa Avenue 
Torrance, CA 90505 
1-800-556-6141 

$49.95 each 



Lab Packs (5 disks with a 
coupon for a free Teacher's Guide) 



$149.95 



Creative Activities Software 



Monstruos y Fantasia Learning Lab Software 

Appia Publishing, inc. 

Spanisti version 21 000 Nordiioff Street 

Chatswortii.CA 91311 
1-800-247-4641 
$39.95 

Spanlsli for ttie Traveler Lingo Fun, inc. 

witfi audio ccicisettes P.O. Box 486 

Appie/iBf^ Westerviiie. OH 43081 

(614) 882-8258 
$59.95 



•Ticket to Paris* 
Appie128K/iBM 



Ticket to Spain* 
Apple 1 28 K/IBI^ 



Blue Lion Software 
90Siierman Str.et 
Cambridge. I\^A 02140 
(617)876-2500 
$39.95/$4/.95 
$49.95 with solutions 

Blue Lion Software 
90 Sherman Street 
Cambridge. MA 02140 
(617)876-2500 
$39.95/$47.95 
$49.95 wKh solutions 



Where in the World Is Carmen Sandiego? 
Apple School Edition/IBM 
Where in Europe is Carmen Sandiego? 
Apple School Edition/IBI^ 



LabPacIt 



Broderbund 

P.O. Box 12947 

San Rafael. CA 

94913-2947 

1-800-527-6263 

$49.95 

$99.95 



Teleccmnnunlcations 

* » rEd Sender CUE Softswap 

Apple P.O. Box 5493 

Concord, CA 94525 
(415) 685-7?65 
$20.00 



• Project teacher , Indicated these programs present 

complex language situations and are best suited for advanced levels 



Seccnd Latitfuaijes and Technclc^Y 
Lessen Plan Template 

A - ■* * 

■ficttviiy? 
Hardware; 

PUot Site: Student A^fe/Gr ade Level/Inte rest LeveL- 
A^e: 

Interett Leirek 
Subject: 

BEP Correlation to Second Lftngiiflge Sldllfl Competencies! 
Plan; 

Instruction; 

Guided Practice; 

Enrichment/Follow'Up : 
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Second Lanauai^es and TechnolcttY 



Program Tvoe; Word Processing 

Activity : To have students wr'ite clnqualns, using family and friends 
vocabulary, noun-adjectlve agreement, and present pailiclples, or verbs 

Software; MultlScrlbe and Fontpak 7, Scholastic 

Hardware: Apple II family, 128K, Imagewrlter II printer 

Pilot Site: Student Age/Gmde Level/ Interot Ufy^l; 

Age: 13-14 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Subject; Family and friends vocabulary, noun-adjectlve agreement, 
present participles 

Skill; Reading and writing 

BEP Correlat ion to Second ir^mgllffigft gflrflh r^mp^jtanftiiMi: 

3.1 (7-8) Recognize elementary grammatical structures in selected 
written materials 

3.2 (7-8) Read aloud a familiar passage with appropriate intonation and 
correct pronunciation 

3.3 (7-8) Understand the main idea in selected reading passages 

3.6 (7-8) Determine emotions, feelings, or preferences from selected 
reading materials 

4.5 (7-8) Write paragraphs or letters on assigned topics to convey 
information 

4.7 (7-8) Write short poems and narratives 

4.8 (7-8) Express personal point of view in written form 
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KyitMidttctlon; Students wiU read and discuss sample clnquains. 

iHfltmction: Students are then introduced to the form to be used when 

writing a clnquain: 

1st line— one word: noun 

2nd Ilne--two words: adjectives describing the noun 
3rd line-three words: actions about the noun (present 
participles or infinitive) 

4th line-four words: how the noun makes the writer feel 
5th line-one word: a synonym for the noun 

At this time, MultiScribe software is demonstrated, either to small groups of 
students or to the entire class, using a television monitor.* 

Gtiidftd Practice; Working in pairs, the students now write rough drafts of 
the clnquains. These are corrected by the teacher. Students then work in 
pairs at the computer. Each pair of students wil) spend 10-20 minutes on 
this task. 

^l|y^m ^t/Follow-up; The clnquains are graded for content and 
grammatical construcUons. Students may read tlielr clnquains to the class. 
The teacher may read the clnquains to the class and have students try to 
Identify the author. 

Helpful Htn tg^ All work should be placed in folders and left in the 
classroom, as students this age can be very forgetful. Students should always 
save their work. They may use their first initial and last name as a file name 
in most cases. 

Claggroom y rfi^a tffiment! A schedule should be posted as to the order in 
which the students will work on the computer. Also, the teacher may wish 
to consider whether students should print during the class. The teacher 
may wish to do so at the end of the day. to reduce distractions during class. 
• Instructions for this process may be found In the Appendix 



Secend Lanf$uac|e$ and Techncl€fi>' 



Program Ty p f; Word processing: Spanish 

Acthrlty; To have students write a simple paragraph about their families 

Software: Spanish FrEd Writer 

Hardware ; Apple II family, Imagewriter II printer 

PUot Sit e: Student Age/ Grade Level/Interest Level: 

Age: 13-14 
Grades: 7 & 8 

Interest Level: Grades 6-12 
Subject: Family vocabulary, noun-adjective agreement 
Skill: Reading and writing 

BEP Correlptlon to Second Lttin fly«»tf*> fikii U Competencies: 

3.1 (7-8) Recognize elementary grammatical structures in selected 
written materials 

3.2 (7-8) Read aloud a familiar passage with appropriate intonation and 
correct pronunciation 

3.3 (7-8) Understand the main idea in selected reading passages 
3.5 (7-8) Obtain information through reading 

4. 1 (7-8) Write controlled sentences and paragraphs with accurate 
elementary grammatical structures 

4.5 (7-8) Write paragraphs or letters on assigned topics to convey 
information 
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Introdttctton; After reviewing family vocabulary and noim-adjectlve 
agreement, students read a sample paragraph written about a family. This 
may be done silently, orally, or both. 

Instmctlon: After reading the paragraph, the students are asked questions 
about the material so that they may show an understanding of it. The 
questions along with a sample paragraph are used to guide the students' 
compositions. At this time, Spanish FrEd Writer is demonstrated, either to 
small groups of students or the entire class, using either a television 
monitor, or a display for the overhead projector.* 

G uided Piactlcei Working in pairs, the students now write rough drafts of 
paragraphs about their own families. The paragraphs are corrected by the 
teacher. The students then work in pairs at the computer. Depending on 
their keyboarding skills, each pair of students will spend 20-40 minutes on 
this task. 

Enrlchmcnt/Follow-up; Tlie parafpraphs are graded for content and 
grammatical constructions. Individual students may interview each other 
about their families. 

Helpftil Hlnto: All work should be placed in folders and left in the classroom 
as it takes several days for all students to complete the activity. (My clasj, of 
twenty-four students took two to three weeks to finish this activity.) 
Students should always save th(;ir work. They may use their first initial and 
last name as a file name in most cases. Also, the teacher may wish to giv^ a 
quick lesson m proper spacing after different types of punctuation. 

Clasgroom Management ; A schedule should be posted af^ to the order in 
which the students will work on the computer. Also, the teacher may wish 
to consider whether students should print during the class. The teacher 
may wish to do so at the end of the day, to reduce distractions during class. 
* Instructions for this process may be found in the Appendix. 



Second Lanf{uafie$ and Technclcey 

Program Typ e: Word Processing: Spanish 

Activity; To have students write a dialogue incorporating weather 
expressions, tener idioms, and days of the week or dates 

Software; Spanish FrEd Writer 

Hardware ; Apple II family, Imagewrlter II printer 

PUot Site; Student Age/Grade Level/ Interegt Level; 

Age: 13-14 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Subject; Weather expressions, tener idioms, days of the week, dates 

Skill; Reading, writing, and speaking 

BEP Correlation to Seco «i1 f ^ngi^flgjs Skilla Competenciea; 

2.1 (7-8) Utilize accurate elementary grammatical constructions in oral 
expression 

3.1 (7-8) Recognize elementary grammatical structures in selected written 
materials 

3.2 (7-8) Read aloud a familiar passage with appropriate Intonation and 
correct pronunciation 

3.3 (7-8) Understand the main idea in selected reading passages 
3.5 (7-8) Obtain information ttnough reading 

4. 1 (7-8) Write controlled sentences and paragraphs with accurate 
elementary grammatical structures 

4.4 (7-8) Write dialogues on familiar topics 
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Introduction; After rt^Hlewlng days of the week, dates, weather expressions, 
and tener Idioms, students read a sample dialogue that Includes these 
elements. This may be done silently, orally, or both. 

Tttf^tr^rt*9y^' After reading the dialogue, the students are questioned about 
the material. Use this questioning, sample dialogues, and a list of 
requirements for dialogues to guide students* compositions, later. 

At this Ume. Spanish FrEd Writer is demonstrated, either to small groups of 
students or to the entire class using a television monitor or tkie display 
device with an overhead projector.* 

Giiided Practice; Working in pairs, the students now write rough drafts of 
the dialogues. These drafts are corrected by the teacher. The students then 
work in pairs at the computer. Each pair of students will spend 15-30 
minutes on this task, depending on their keyboaxding skills. 

Enrichment/FoUow-up: The dialogues are shared with the class. Following 
the presentations, the teacher grades the dialogues for content and 
grammatical constructions. 

Helpful Hints: All work should be placed in folders and left in tJie classroom 
as it takes several days for all students to complete the activity. (My class of 
sixteen students took about two weeks to finish this activity.) Students 
should always save their work. They may use their first initial and last name 
as a file name in most cases. Also, the teacher may wish to give a quick 
lesson on proper spacing after different types of punctuation. 

Q}^ffPftfiff^ y^fly^flgffffi^^t^ A schedule should be posted as to the order In 
which the students will work on the computer. Also, the teacher may wish 
to consider whether students should print during the class. The teacher 
may wish to do so at the end of the day, to reduce distractions during class. 

* Instructions for tills process may be found In the Appendix. 



^4.1 espaJlro) 14 Apr 1987 * 
* MENU DEL PROGRAMA PRINCIPAL * 

FECHAs <NINGUNA FECHA> 
HORA : <N I NGUNA ' HORA > 

I . Lea ste pr i mero 

2. Comienzo de FrEdWriter 

3. Fecha y hora 

4. Observar, borrar o cop i an el doc 
5* Confiqure Printer &c Interface 

Printer : EPSON FX/«X 
Interface: STANDARD PARALLEL 

ESCGGER Y ESCRISIR: 



Use estas teclas de control para: 

<T> Mostrar este <T>utor 

<I> - <I>mprimir este documento 

<6> = <G>uardar de la memor i a al disco 

<C> = <C>arQar del disco a la memor i a 

<B> - <B>uscar y reemplazar palabras 

<A> Cambiar el <A>ncho de la p'gina 

<L> = Cambiar las <L>etras (may3scula/ 

m i nSscu 1 a) 
<R> = <R>e ve 1 ar/esconder el marcador 

de p'^rrafos 
<E> = Sal tar al <E>mpie20 del escrito 
<r> = Sal tar al <F>inal del escrito 
<N> = Empezar una p'qina <N>ui;va^ 

borrar la memor i a 
<X> = Centrar una L*nea 

<P> = <P>arar; salir de FrEd y regresar 
iaI pr imer men 3 
= Acceptar las teclas de control 
como letras 
<2> - Avanzar 5 espacios 
RETURN PARA CONTINUAR; ESC PARA PARAR 



V V V W V V V 
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* FrEd C«|»»<ro1 » 

* ^4.1 «ftpato1 14 Apr 1987 * 



* MEN J DEL PROGRAMA PRINCIPAL * 

* * 

FECHA: <NIN6UNA FECHA> 
HORA: <NIN6UNA HORA> 

= Oprima 4 para 40 Columnas 

FrEdWr i ter < 

^ Oprima 8 para 30 Columnas 
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Seccnd Laviguages and Technclcg^ 
Pro tfrftm Typei Language Study: Spanish 

ActMt y; To have students view ii plus infinitive and to introduce briefly 
some reflexive verbs 

SfitoSfil UOJiklfito. D. C. Heath 

yr ffrdwftTft! Apple II family microcomputer and television and video cassette 
recorder. Instructions for this process are found in the 
Appendix. 

Pttot Site: Student Age/Grade l^'^X/mm^X M?v<4: 

Age: 11-12 
Grades: 6 

Interest level: Grades 6-12 
Sublect; Spanish grammar and vocabulary 
f^klll; Pre-reading, reading, and writing of second language 

BEP Correlation to Second Lantfuag* ^ «M\|ft Cnmpetenciea: 

3.5 (4-6) Pronounce familiar words that are written 

4. 1 (4-6) Recognize and say familiar words, simpl e phrases and written 

sentences 
5. 1 (4-6) Copy written words correctly 
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Introduction: Review prevlously-leamed verb construction. Briefly 
introduce reflexive verbs used in the program. 

fPfftTHgt*Qnt Use activity one on disk one to introduce students to reflexive 
verbs. Students take turns i electing correct response. Use activity five to 
review ir plus infinitive in context. Once again, students take turns 
selecting the correct response. Students also leam some new vocabulary 
related to leisure time. 

(Qttl4 cd Practice: Teacher demonstrates activities first and then allows 
student participation 

Enrichment/Fonow-up: 

H f I pfill Hlff*gf Graphics are great and make It easy to teach unfamfiiar 
vocabulary because all materials are presented in context. This software is 
also easy to use because the diacritical marks are part of the program. One 
does not have to type anything special to get them. It could possibly be used 
for reinforcement and review of materials already learned, or the teacher 
could build a unit, several lessons, etc., based on the program. The 
teacher's manual is good, clear, and helpful. Remember to ready the 
television/ video cassette recorder connection ahead of time, if possible. 

Classroom Management; Use a television/video cassette recorder hook up 
'^vith the microcomputer to enlarge the viewing area for better student 
attention. Call on students randomly to come to the computer and select 
the correct response. 
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DCH 

EDlJCfl]l{]Nfll:-Sl.f-TbJfiJv'E. 



• • • * J 'V ■ 

o.c . HEATH m conpftHv. ^i'j^'- ' 



Un dia tipico 





Permission to copy granted by D.C* Heath & Co< 
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Un diW tipico 

,^ TYPE IN YOUR FIRST NAME & 

^ m PRESS iinm so 

Hi THAT YOU CAN COMMUNICATE WITH ^ 
YOUR coiputddora. 

S,|jr i(t6wo ie lianas? S» 

Me llano MARY. S' 

HIT — BtI 



Un dia tipico 

%? DISK I ^: 

I ACTIUITY I g! 

jffi 1 . Pdoo se Uv ^ ffl 

S^l (REFLEXIVE UERBS AND gOCABULARY s| 

FOR A MORNING ROUTINE.) 

rl 8? 

S^, 2. Ooniinuaoitin 3>| 

HAT PTl 

TYPE THE NUMBER OF YOUR CHOICE Si 
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ftquf esU el ouarto de Pmo. 
Faco Jucrne en su cam. 



Midi 



i^feE§5 m m 




Cl d}4|»eriador sueiMi. 

Son las siete de la inanana. 



O . Permission to copy granted by D.C. Htiath i Co. 
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Guitre doTMir pero tiene qu« 
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Paoo 

Faco SMSBBSt las zapatillas. 



mi m 



YOU HILL SEE FUTURE ACFION EXPRESSED 
BY THE UERB ir THE PREPOSITION a AND 
THE INFINITIVE A6 YOU DESCRIBE THE 
STUDENTS' LEISURE TIME ftCTlVITlES. 



(pRigrfeiwRi 



el cuarto dt firaoiela 




liwwmffTB Ai%co% tn %u cuarto. iUnB 
sttuuu los di«co« »n tl tooaditooc. 
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Un dia tipico 



DISK 2 
ACTIUITY 5 



r 



El iie^po iibre 

<ir * a ♦ INFINITIVE AND 
UOCABULARY FOR LEISURE TIKE 
ACTIUITIES) 
W 2. Continuacitin 

it! 



TYPE THE NUHBER OF YOUR CHOICE 




4 Qui 
Graciela 2 



a a.(>Acuchar 



GraoiftU ? 

disco7>. 
discios en ctnario . 
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GraoieU JAMAJJiMMa discos. 
■USEK^BSiEO discos cn su ^ 
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Seccnd l.aii|tiiai{es and TechnclcitY 



i»mg ^m Tyi pg; Language Study: Spanish 

Agi^^y; To introduce and practice beginning vocabulary in a vocabulary 
tournament 

Software: Basic Vocabulary Builder on Computer In Spanish, Passport Books 
Haydware; Apple II family 

PUet Site; Qp i^^^ Age/Grade Lcvel/fatereat hcveh 

Age: 13-14 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Siiblect; Any category of vocabulary being studied 

Skill; Reading and writing 

BEP Correlation to Second Lamfua gtff M^lff C9fPr**«*«**^- 

This program correlates in general with all points for reading and writing, 

as it builds vocabulary. 

4.1 (4-6) Recognize and say familiar words, simple phrases, and sentences 

that are written 
5.1 (4-6) Copy written words correctly 

2.1 (7-8) Utilize accurate elementary grammatical constructions in oral 
expression 
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Introdttcttoii! The following activity was tested with a small number of 
students (sixteen or less) in the classroom. 

l^S^Qlfijggiu Vocabulary to be used in the activity is reviewed. The program 
is demonstrated to the students. 

Guided Practice! The students are then divided into groups of two to four 
people, depending on the size of the class. Two groups will compete against 
one another by taking turns at the computer and recording their score and 
time spent on the activity, which appears on the screen at the end of the 
activity. Scores and timeti are compared, and the winners then compete 
against each other, until one group becomes the final winner. 

Enrlchment/Follow-uD! The teacher may wish to awc:rd prizes such as 
homework passes, certificates, etc. 

Helpful MntS! It is sometimes difficult to decide which word the graphics 
are supposed to represent. Teachers may wish to make available to students 
the manual that contains the graphics identified in English. 

HflffffWl P Bil^Jmgemeiit! While one group is working on the computer, the 
other groups may be studying their vocabulary. Ideally, a lab pack would 
work best with this activity, so that all groups could work at the same time. 
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ON COMPUTER: SPANISH 



1. Clothin9 

2. Accessories 

3. Fruits Ik Uegetables 

4. Food-1 

5. Food-II 

6. Parts of the Body 
r. The Family 

a. The Hou£6 

9. Furriishin9s 

le. Household I tews 

11. Traniportatvon 

12. School 

13. End 
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Hary, you will be asked to 
identify a pictura. ^Typa tha jLUiaiLUr 
forw of the naiia Spanish, use 
correct accents dnd spell in^- 




Like this: 



suiter 



ERIC 



30 



Seccnd Lanauai^es and Techncicgy 
Progtam Tvoe! Language Study: Spanish 

Activity; Students learn about various cities in Mexico and practice using 
ordinal numbers and the days of the week 

Software; IJnaVisita a Mexico . D. C. Heath 

HftTdwaTft! Apple II family, 48K, Imagewriter II printer 

PUot Site; Student Age/Grade Lcvcl/ Intcreat Level; 

Age: 13-14 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Sublect; Modem-day Mexico, ordinal numbers, and days of the week 
Skill; Reading 

BEP Correlation to Sec^Ad Language yompgtcncica! 

3.1 (K-3) Identify the target coimtry on a map and on a globe 

5.4 (4-6) Write answers to questions of the who, what, where, and how 
much/many type 

3.3 (7-8) Understand the main idea in selected reading passages 

3.5 (7-8) Obtain information through reading 

4.1 (7-8) Write controlled sentences and paragraphs wltli accurate 

elementary grammatical structures 
4.5 (7-8) Write paragraphs or letters on assigned topics to convey 
information 

5.2 (7-8) Identify geographical features of the countiries of the target 

language and their relationship to the culture 
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Plan: 



Introdnction: The students must find a certain number of facts (I chose five 
in most cases) about a city in Mexico by reading a passage in Spanish about 
the city from tne first activity listed on the first disk. They will work with a 
partner a^rd iccord the facts to be presented to the class later. In addition, 
they must understand what they read about the other cities, because they 
will take a quiz, included In the program, at the end of the passages. They 
must answer correctly a certain percentage of questions (I chose 75%), or 
they must take the quiz again. 

fpiy^nM^fty^' First, the students are given a demonstration of how to use the 
program. This may be done with small groups of students around the 
computer or by connecting the computer to a television monitor to use in 
front of the entire class. Once the students show an understanding of the 
activity, they may begin to use the program. 

Qiildcd Practice; Students work with partners at the computer, while the 
remainder of the class does other work. Each pair of students will spend 
fifteen to thirty minutes on this task. 

^l-fyfin^yn t/Follow-up: After all students have finished, each pair presents 
information to the class. This presentation may be graded, or a test may be 
given on the information contained in the presentations. 

Helpfiil Hints; As the students finish, have them place their notes in a folder 
to be left In the classroom because it may be several days before they wlU 
make their presentation. Also, more £ ctivlties from the program may be 
used with a larger class. (I used this \^th a class of ten students) 

ClaggroOiyi M flUflgryiff^ tiflti A schedule should be posted as to the order in 
which the students will work on the computer. This software is very user- 
friendly; therefore, the teacher caii work quite easily with the rest of the 
class while students are using this program. 
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fnOTT!^ TYffff* Language study: French 

A ctivity ; To Identify pictures of fruits and vegetables 

Softwarei Basic Vocabular y Builder on Computer in French. Passport Books 

H ardware; Apple II family 48K 
DOS 3. 

Single disk drive 

Color monitor (colors are an essential lesson In the total 
vocabulary) 

Video cassette recorder, which allows the program to be run 
on a large screen television monitor. This permits use with a 
larger class when only one disk Is available. Instructions on 
how to hook up the computer through the video cassette 
recorder are Included In the Appendix. 

nifit^tSI ^^ident Age/Grade Level/Interegt 

Age: 11-15 years 
Grades: 6-8 

Interest Level: Grades 6-12 
Subject; Vocabulary 

Skill; ' . To Identify fruits and vegetables by spelling the name of the 
object correctiy and quickly (Level A) 

2. To Identify fruits and vegetables quickly by giving the correct 
singular article and form of the noun (Level B) 

3. To Identify fruits and vegetables by giving the correct plural 
forms of both article and noun (Level C) 
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BEP Correlfttion to 8ec<ff ni1 Fiflatfttftf*^ S'^"'* Compfttgnctga- 

4, 1 (4-6) Recognize and say familiar words, simple phrases, and 

sentences tl^at are written 
5. 1 (4-6) Copy written words correctly 

2. 1 (7-8) Utilize accurate elementary grammatical constructions in 
oral expression 

Plan; 

Below follows a step-by-step plaii on how to operate the Basic Vocabulary 
Builder on Computer using the uiUt of fruits and vegetables as a sample 
lesson. This approach may be duplicated with any of the other lessons 
contained in the program. 

Ihtaodttctlon: To Introduce and review fruits and vegetables, I first give 
students a laminated copy of the corresponding sheet from the National 
Textbook Company's Basic Vocabular/ Builder DupUcatint^ Master Book bv 
Dorothy Gabel Uebowitz. After I Identify the pictures in an oral review, I 
give students a laminated copy of the words themselves. We pronounce the 
words bolh as a group and as individuals. This process helps the transition 
from oral repetition to the reading of the written word, and the review is a 
veiy helpfril and essential step. 

Instruction; Next, I explain how the computer prognmi works. Students 
are asked to identify the picture on the screen by qullckly typing the correct 
spelling for the picture. Should they miss the word but get it on the second 
attempt, fewer points are awarded. The computer also times them with 
cumulative computations. Then, I show the students how to get the accent 
marks needed. Next, I divide the class into two teams and tell them that 
each team member will have a chance to type in the word on the computer, 
using the laminated answer sheet. The sheet has no English, of course. 

Guided Practice; Since there are twelve pictures in a series, every student 
usually has at least one turn at the computer. On the first round of level A, 
students are allowed to help each otfier, but then on the second round, no 
help is given by the teacher, or by the other students. 
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Bnrighm ^pt and Follo w-up! After the class completes all three levels, any 
student could challenge me or another student. Everyone enjoys this 
activity. At the end of all these activities, which usually last for three half- 
hour sessions, students are tested individually. They once again receive the 
laminated copy picture sheet and another laminated copy of a list of words 
to teat how well they have assimilated the material. 

Hdpfiv^HUnfgi I post the scores and times on the blackboard wltli the name 
of the classes. Thus, subsequent classes see how earlier classes have 
performed. This feature stimulates competition, which students at this age 
enjoy immensel /. Anything that resembles a game is appealing to this 
particular age group. 

Clasflrcom Management; The first time the students work with this 
program, there will be lots of noise because help is permitted. The noise 
levels may make the student at the computer keyboard very nervous. 
Therefore, on the second roimd I demand that students be quiet and give no 
help at all. If someone does so in spite of everything, I subtract one point 
foi' every hint given. Also, I ask the class to repeat the correct word after 
the computer has told us that the wo*d given is correct, thus reinforcing 
the correct pronunciation as well as the correct spelling of the word. This 
step focuses the class' attention on the task at hand. 



Seccnd Lanf{uai{es and Technelcgy 
P rogram Type; Language Study: French 

Activ ity; To complete sentenoes with the correct word In French for a 
particular location lii a French town 

Software: Fran pals Par Ordlnateur; En VtUe . D.C. Heath 

Mfi£d91££: Apple II family witli a single disk drive and either a 
color or monochrome monitor 

Video cassette recorder with large screen television is 
preferable, if only one program disk in available to use with an 
entire class. Directions for connecting the VCR and the 
microcomputer are in the Appendix. 

Pilo t Site: Stu dent A ge/Grade Levd/Interegt Uvcl; 

Age: 11-15 
Grades: 6-9 

Interest Level: Grades 6-12 

Subject; Introduction of vocabulary for buildings, places in towns, and the 
verb, allsi 

Reading, writing, and vocabulary comprehension 

BEP Correlat ion to Scconil f ^ntfuatfe Bkfflw Conil)etewclc;>; 

3.1 (K-3) Identify the target country on a map and on a globe 

3.5 (4-6) Pronounc*; familiar words that are written 

4.1 (4-6) Recognize and say familiar words, simple phrases, and written 

sentences 

0.1 (4-6) Wilte simple phrases and sentences 

3.1 (7-8) Recognize elementary grammatical structures in selected written 
material 



36 



/? 9 



Intiodttctlon: Most students at this stage have not had much experience 
with reading or writing French. Basic Vocahularv Building on Computer may 
be a good Intioductoiy software exercise. 

TTTytTttyt^'m; I begin by asking the students in French to repeat the 
sentences on *he screen which Introducesthem to some buildings and 
places in a French town. I then guide them through the first activity, 
explaining onva and several other key phrases important to comprehension. 

Guided Practice: When the first activity on sentence completions begins, I 
ask the students to take turns at the computer. They could receive help 
from their fellow classmates the first time through the program. vSlnce 
there are ten sentences to complete with a score given at the end, students 
could work as teams. This pairing ensures that nearly everyone has an 
opportunity at the keyboard. 

Enrichment and FoMow-ud; Mer both teams have an opportunity to finish a 
round of ten sentences completions, I ask if any one student thinks he could 
do the entire activity. Since the activity is scored, this allows for 
competition which is something students at this particular age level 
thoroughly enjoy. Other things can also be done to enhance this program. 
The accompanying teacher's guide suggests several activities. Including 
making worksheets, flash cards, oral quizzes, and spelling bees. 

Helpful Hints; As always when teaching a foreign language, it is important 
for the teacher to model correct pronunciation and to guide students in 
understanding the written text wldiout resorting to direct jranslatlon. This 
particular activity correlates with any French text unit using the preposition 
a with place names. My ninth graders thoroughly enjoy the whole series, 
and 1 am able to get some individual grades from all the activities. There is 
a reproducible universal score sheet in the Teacher's Guide. 
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ClltfffrwmMlimiigm<?ftt; The En Vllle program consists of six activities: 

1. Sentence completions 

2. Qu'est qu'on vend? 

3. On fait des achats^ 

4. Des courses a faire 

5. Comment y aller? (city map) 

6. Faisons des courses (game activity) 

Since this program has been designed to stand alone without specific 
reference to any one textbook, a teacher can use this program at any time, 
without students having any prior reading knowledge. How each teacher 
uses the program will of course be determined by the number of computers 
available, the type and size of the class, and individual teaching styles. 
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D. C. Htath and C«Mif>an«j 
Uexin^ton, rtassachusfrtts 02173 
Cc> Copyright 1984 




RepriiiLad by permission of D.C. Heath and Company 



En Utile 



LET'S SEE IF YOU CAN 
IDENTIFY THE NAMES OF THE 
BUILDINGS IN FRENCH. . 

TYPE IN THE CORRECT 
NAME OF EACH BUILDING^ 

PRESS [?] TO SEE THE 
REUIEW CHART BEFORE 
TYPING IN FRENCH WORDS. 

Bonne chance, MARY ! 

PRESS aEiURH.:::i to continue 




On prend une orangeade au 
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le caf§ 




On va au caf6 pour 
prendre <T0 HAUE) une oranQeade. 

PRESS CmraZI TO CONTINUE 



la 9are 




On va ^ la oare pour 
attendre <T0 NAIT FOR) le> train- 
O PRESS CEUUmZl TO CONTINUE^ 
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Ilaintenant nous a lions voir 
1' intfrrieur de ccs 
magasins ct de ces conmerces. 

I*es clients arrivent pour 
faire des achats (PURCHASES), 



PRESS to continue^ 



tiaintenant nous allons voir 
1 ' i ntfer i eur de ces 
inagasins et de ccs conviierces. 

Lcs clients arrivent pour 



faire des achats (PURCHASES). 



PRESS CEEIURHZI TO CONTINUE 



ACTIVITY 2 




Qu'est-ce 
qu'on v/end ? 



HCTIMITY 3 




On fait 
des achats 



II 2 3 4 




Carol ine 

des 



RGTIUITV 4 




Des courses 
at faire 



flCTIMITV 5 




iiini 




• 1)11 

Ji 1 r 1 11 









'1 



'Ml|i:/'M| 

IIIMl/timillfHIIIIlAMIMM 



Comment 
U alien 7 
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flCTIMITY B 



'^mmmm^.. 



>i;;: p^^^^^^^^^^ 
<lll)l> •llllli 



Faisons 
des courses ! 



«| jj 




..... .....^,„,,„Jfu<C 
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Second Laii|{uaf}e$ and Technclcg^ 
Prog pram Type; Language Study: Spanish 
Acttyit y; To learn vocabulary for various fruits and vegetables 
Software; Rasin Vocabulary Builder in Spanish. Passport Books 
ms^tmsSk Apple 11 family 

Piilot Site; ^tadent A tfe/Grade Level/lntercgt ILfi SSk 

Age: 11-12 
Grade: 6 

Interest Level: Grades 6-12 
Subject: Vocabulary development for fruit and vegetable terms 
SWlll Llsteninjg, speaking, pre-reading, writing 

1.1 (K-3) Recog^ilze and understand concrete words 

2.1 (K-3) Repeat and use concrete words 

2.5 (K-3) Express like 3/dlshkes, emotions, and wants 

3.2 (K-3) Use expressions and behavior tliat are appropriate to various 
daily situations In the target culture 

3.3 (4-6) Hear and understand concrete words, simple phrases, and 
sentences 

3.5 (4-6) Pronounce familar words that w e written 

4. 1 (4-6) Recognize and say familar words, simple phrases, and written 

sentences 

5. 1 (4-6) Copy written words conectly 
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Ihtroduct^ on; Several lessons are invol/ed to introduce the vocabulary for 
fruits and vegetables. 

Iflftnwtifflffr Use plastic, or real fruits/vegetables and flash cards to 
familiarize students with the vocabulary. For example, students may express 
whether or not they like or dislike a fruit/vegetable selected by the teacher. 
Also, write the vocabulary on the board. 

Guided Practice: Students color and label pictures of the firuits/vegetables 
and write a sentence to express their like or dislike of each fruit/ vegetable. 
The computer program helps the students recognize the written word and 
associate it with the graphic of the fruit/vegetable. Students use their notes 
to tell the teacher the correct response to tjrpe on the computer. Later the 
students themselves can type in the correct response. 

Enrichment/Follow-iip ! Students can compile a booklet of the vocabulary 
they learned. The book may be a part of the unit on foods that culminates 
with a meal together. Use the computer program to review and reinforce 
the vocabulary taught or to help students having difficulty. 

Helpful Hint : Using the computer always seems to be a great motivator for 
the students. Their interest is high, and they enjoy using the software. This 
program times each student and awards points for correct responses. 
Students can be challenged to improve their times and scores or to beat a 
time and score sei by the teacher. Use the computer hooked to the 
television/video cassette recorder to play a game with the whole class. An 
alternative would be to divide the class into teams for scoring and 
competition. The program is easy to use. Instructions are clear, and 
students should have no difficulty using it on their own. 

Classrooini MflnflgtmtntT Use the computer with a small group of students 
while the rest of the class is completing an assigned activity. Use the 
television/video cassette recorder arrangement for class or large group 
viewing. Ing lxuctions for this connection are in the Appendix. 
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liASSrOimllLARY M 
ON COMPUTER: SPANISH 



1. Clothing 

2. Acce.^sories 

3. Fruit> (it Uegetables 

4. Food-1 

5. Food-II 

6. Parts of the Body 

7. The Family 

8. The House 
1>. Furnishinc'S 

10. Household Items 

11, Trans^ortiition 

13. End 



Enter c 
press ^RETl 
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Mary, vou will be asked to 

for« of the iiaim in Sp-mish. Use 
correct act.ents and spelling. 




Like this: suiter 
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Second Languaitos and Technclcii^' 



Program Typy ; Language Study: French 

Acthlty; To review beginning vocabulary 

^f^wiEMfff^ Ftench Vocabulary Games. Intellectual Software 

Hardware; Apple II family 

PUot Site: Student Atfe/Gra de Level/Intereftt Level! 

Age: 12-13 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Siiblect; Seven different vocabulaiy games with twenty pre-selected 
vocabulary list 

9M11: Translating words from English to French, spelling French words 
correctly. Including placement of accents 

BEP Correlation to ^^m^ ^^f'glMiT g"" * Compctenciea! 

Reviews vocabulary for any basic unit of stud> -animals, colors, recreation, 
body, city, country, classroom objects, family, and clothing 

Ptor ; 

In troduction: Introduce students to vocabulary for a particular unit in class. 

Instaructlon; Demonstrate the different games to the entire class via large 
screen display. Instructions for this connection are in the Appendix. Have 
students key responses. 
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Giiidcd Practice: Divide students Into groups of two or three and let them 
select games they want to play. Scores must be recorded and submitted. 
Have students repeat activity until scores meet announced standard. 

Enrlchment/FoUow-up: These games provide reinforcement for the basic 
vocabulary units presented in class. Follovi'ing the format of games on the 
computer, students can create their own vocabulary lists and make games 
from tiieir word lists to play on the board or on paper. 

Helpfiiimnto! Ideal program for a lab setting- good variety of fun games. 
Hie teacher can make own vocabulary lists easily with the utility disk. 

Classroom MflntlgtMTlTlftT Once program is Introduced, there is minimal 
teacher intervention. 
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Second Lanau^t^es ^nd Techncloify 
Program Type: Language Study: French 
Aethlt y; To review beginning vocabulary 
Software; Basic Vocabularv BuUder. Passport Books 

H ardware: Apple II family. An overhead projection device, or a video 

cassette recorder with a large screen monitor are needed to use 
the program with an entire class. Information on the video 
recorder connection is Included in the Appendix. 

PttotSite; Student Age/Grade Level/Interest Level; 

Age: 12-13 

Grades: 7 & 8 

Interest Level: Grades 6-12 

Subject: Twenty-four lessons that reinforce two hundred and eighty-six 
common nouns, adjectives, and verbs. Each lesson has three levels of 
difficulty. The software includes pre-selected vocabulary lists. 

Skill; Identification of nouns, adjectives, and verbs, islng the correct 
definite article, masculine and feminine forms of adjectives, plurals of 
definite articles and nouns, plurals of adjectives, first person singular, and 
plural of verbs 

BEP Correlation to Second Language Skills Competencies; 

4. 1 (4-6) Recognize and say familiar words 
5. 1 (4-6) Copy written words correctly 



Introduction; Review vocabulary in classroom setting. 

iQadbaUuifiOk Demonstrate program to entire class via large screen display. 
Instructions for this connection are in the Appendix. Have students key In 
responses. 

Guided Practice! Divide students into groups of two or three. Assign a 
specific activity and difficulty level. Have students keep score. When a 
certain score is reached, students can move to the next difficulty level for 
activity. 

Enrichment/Folljw-up! Certain activities or lessons can be assigned as 
remedial activity. 

Helpftillflnts: Program can be used with National Textbook Company's 
Basic Vocabulary Builder Duplicating Master Book. 

Clftfgroom MflMgmcnt; This is self-paclng acUvlty with minimal teacher 
intervention. 
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Second Languaftes and TechnclceY 
Pro gram Typ e: Language Study: French 
ActMty: To read the fairy tale, Le Petit Chaperon Roug e by : 

1 . Studj^ng drawings with French words written below them 

2. Playing a game matching the picture with the word 

3. Writing the correct vocabulary item that matches the 
picture 

4. Listening to tape while also reading text on the computer 

Software; Blossom; Le Fr annals Par Ordlnateur. Le Petit 
Chaperon Roug e. Gessler Educational Software 

Hardware; Apple II family microcomputer 
Color television monitor 

Video cassette recorder to allow the computer program to be 
shown on a large screen television for use with the whole 
class. Directions for the connection are included in the 
Appendix. 

Pilot Site; 9W^nt Age/Qr^gy Lr ?l/Int^ry^t 1^1; 

Age: 11-15 year olds 
Grades: 6-8 

Interest Level: Grades 6-12 
Subject: Petit Chaperon Rouge 

^dU: To identify pictures of words contained iu tlit fairy tale 
To learn how tliesc words are spelled 

To listen to the story while also reading text on the monitor 
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gBP CoOTlttttpii tft Seconal Jmgmgf'r fMMn Compctcflgkg; 

1.1 (K-3) Reccgnlze and understand concrete words and simple phrases and 
sentences 

1.8 (K-3) Recall facts 

2. 1 (K-3) Repeat and use concrete words, simple phrases, and sentences In 
context 

2.9 (K-3) Distinguish between fact and fiction 
1.6 (4-6) Predict outcomes 

2.2 (4-6) Describe sequence of events 

3.4 (4-6) Recall details from what is viewed and heard 

5. 1 (4-6) Copy written words correctly 

1.1 (7-8) Distinguish simple grammatical forms by listening 

4. 1 (7-8) Write controlled sentences with accurate elementary grammatical 

structures 

Pten: Blossom is a program that consists of c'^ht diskettes and eight 
cassettes for use with the Apple II series of computers. Bach module 
features a theme folk tale or a fairy tale which is used as the basis for all the 
activities that follow. In addition to vocabulary presentation, each module 
focuses on different tenses. 

Introduction: If students have had little or no training in grammar, reading 
or writing, use the first module, which contains Le Petit Chaperon Rouge as 
a beginning activity. It uses the present tense only. Following is a list of 
activities for this particular module: 

1. Vocabulary presentation 

story presentation with pauses 
story presentation with no pauses 

2. Vrai ou faux? (Reading comprehension activity) 

3. Presentation of regular conjugation (flU-in game activity) 

4. Cloze passage on the conjugation of regular veibs 

5. Written dialogue enhanced by audio cassette 

6. An'^tez la machine 

7. Qu'est-ce que c'est? 
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The first activity takes approximately one-half hour. Thereafter first review 
activity one, then activity two can easily be handled by beginning students. 
Unless time has been spent learning conjugations of verbs already, activity 
three and four may be less effective for students. In fact, after trying them 
with my better groups of seventh and eighth graders, I decided to skip 
them witli the rest of the groups. Also, activity five is too difficult at this 
level, but activities six and seven work well. 

Instmctlon: I do not tell the students what the story is. but let them instead 
guess using the contextual clues. This procedure works very well. After the 
students guess what story we are doing, I have the students repeat the eight 
vocabulary words presented both through pictures and words on the screen. 

Guided Practice; After the vocabulary presentation, students take turns at 
the keyboard pressing the space bar when the words match the pictures. 
This activity is scored, which helps to keep students motivated. In 
addition, the program does not allow a student to give up. It does not move 
to the next word until the student makes the right choice. 

After the matching activity, students write in the correct word including the 
definite article under the picture. Once again, the program does not allow a 
student to give up, but continues to show where the student has erred by 
putting symbols under the incorrect letters. At the completion of both 
these activities, have students listen to the story, while following the 
sentences displayed on the screen. 

Students can quickly find what the sentences mean by pressing T for 
translation. This mode is helpful for the first time through the program 
since students may still not know all the vocabulary contained in lae story. 
On the second time around, reat? the lines and have the students repeat. 
Then ask very simple questions based upon the sentences on the screen to 
guide titudents to the correct response. 

Enrichment and Follow-up ; After the students complete all these activities, 
which could take as lonp, as a period and a half (forty-five minutes), let them 
play as teams. This procedure worked well, since the activities, except for 
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the reading and listening ones, are scored. Students at this age love 
competition and anything that sounds like a game. 



Htlfffill BdHtff I Posting scores on the blackboard is quite helpful since 
students love to compare themselves with others. Also realize, as with all 
kinds of activities done in groups or teams, tha noise levc^l will be high. It is 
a good idea to demand occasionally that students do not help each other to 
minimize the noise level. Always try to finish with a quiet activity, such as an 
oral review. This approach works well as a settling activity. 

Clftaaroom Bfanatfement; Since this program has been designed to stand 
alone without specific reference to any one textbook, a teacher can use this 
program at any time, even with students having no prior reading knowledge. 
How each teacher uses the program will, of course, be determined by the 
number of computers available, the type and size of the class, and individual 
teaching styles. 
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a subsidiary of 
Gessler Publishing Co., Inc. 
900 Broadway, H.Y., N.Y. 10003 



Le Petit Chaperon 
Rouge 



Press RETURN to continue. 



Permission to copy Granted by Gessler Educational Software 



Le Chaperon Rouge 



1 Uocabulaire 

2 Le Petit Chaperon Rouse 

3 Urai ou faux? 

*» Les Uerbes r^Quliers en -er 

5 Passase k coHpl^ier 

6 OialoouCi 

7 flrr §tez la Machine! 

8 Qu'est-ce que c'est? 

9 Fin 

Choisiissez 1-9 ■> 



Tapez RETURN pour continut^r. 



0-»sound on/off 



C Sound ON] 




le loup 
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Seccnd Lanfiuages and TechRiclea^ 



PTQOTmTypff; Language Study. French 

>U^ty : To review the present tense for beginner and Intermediate levels 

Software: Rlnssnm Le F rangals Par Ordinateur. Module I. U Petit 
Chaperon Rouge . Gessler Educational Software 

mrdware; Apple II family and a Printer 

IHlot mtei Stwlent Aite/Gr %^^ Lgv^l/Intercst Level: 

Age: 12-13 
Grades 7 & 8 
Interest Level: 6-12 

gyl^Sfiil Pfftn Chaperon Rouge 

listening, gramLmar, and reading comprehension- used wltli audio 
cassette and cassette player. Different activities drill the present tense 
within context of Petit Chaperon Rouge . Students hear story and see It 
written on screen. 

BEP Correlation to Sccon it Language SkiHw C<?mp<?t^nc!eg; 

1.1 (K-3) Recognize and understand concrete words and simple phrases and 
sentences 

1.8 (K-3) Recall facts 

2.1 (K-3) Repeat and use concrete words, simple phrases, and sentences in 
context 

2.9 (K-3) DisUnguish between fact and fictlor 
1.6 (4-6) Predict outcomes 

2.2 (4-6) Describe sequence of events 

3.4 (4-6) Recall details from what is viewed and heard 
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4.5 (4-6) Recall facts from material read 

5. 1 (4-6) Copy written words correctly 

l.i (7-8) Distinguish simple grammatical forms by listening 

4„ 1 (7-8) Write controlled sentences with accurate elementary grammatical 

structures 

Introduction; Classroom introduction of the present tense. 

TyifftTUfftf^; Use large screen display to demonstrate program. 

Guided Practice: Students may work alone or in pairs. 

Enrlchment/Follow-Up; Program could be used for remedial work, slso. 
Students can re-enact their own version of Le Petit Chaperon Rouge for the 
entire class. (Using correct forms of the present tense, of coursel) 
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GESSLEn 
EOUCATkanflL 
8QFTUJAAE 



a subsidiary of 
Gessler Publishin9 Co^ Inc. 
900 Broadway, N.Y.; N.Y. 10003 



Le Petit Chaperon 
Rouge 



Press RETURH to continue. 



Permission 



to copy granted by Gessler Education^. Soitware 



Le Chaperon Rouge 



1 Uocabulaire 

2 Le Petit Chaperon Rouge 

3 Urai ou faux? 

Les Uerbes r*9ulieTS en -er 

5 Passage it coHPl^ter 

6 Dialogue 

7 flrr etez la nachine! 

8 Qu'est-ce quti c'est? 

9 Fin 

Choisissez 1-9 ■* . 
0-^sound on/off C Sound OH] 




le loup 



Tapez RETURN pour continuer. 
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Second Languafies and f eclinclcf^y 



Pf1?(pram Tyffff T Language Stady: Culture: French 

■Activity: To Introduce the vocabulary and actl'/lties of a French town 

Software: En Vllle. Collamore/D.C. Heath 

Hai-dware ; Apple 11 family 

Age: 12-13 
Grades: 7 <*k 8 

Interest Level: Grades 6-12 
Siibjectt: The French town 

Smil To learn French vocabulary for buildings, language associated with 
shopping, giving and following directions in Yench, present tense of verbs 
vendre and acheter . and expressions with avoir 

htcp nnryrffltMTl *9 ff^fffflTllI Imgwng^ Sfcillff C^m iMStencles: 

2.1 (K-3) Repeat and ur*' joncrete words, sin^ple phrases, and sentences in 
context 

2.3 (K-3) Give directions and commands 

3.5 (4-6) Pronounce familiar words tJtiat are written 

4. 1 (4-6) Recognize and say familiar words, simple phrases, and written 

sentences 

4.3 (4-6) Follow written directions and commands 

5. 1 (4-6) Copy written words correctly 

5.3 (4-6) Write simple phrases and sentences 



Introduction; Introduce vocabulary in classroom setting. 

Illfftnifft^ffl lr Demonstrate program with large screen display to entire class 
and allow students to key in responses. LiSti-uctions for this connection are 
in the Appendix. 

Guided Practice; Divide students into groups of two or three. In the first 
session, let students tiy all activities on their own. In subsequent sessions, 
certain activities can be assigned. Students must keep score for each other. 
When students have unacceptable scores, have them repeat the activity. 

iS^^y|»myi^t /PoMoW'U^ >; Working in pairs, students create their own town 
map. One student gives directions to the other to reach a "secret 
destination" in the town. 

HfilpMi^tSi Progiam would be ideal in a ''ab setting so that all students 
could participate at the same Ume. The pro,^,ram comes with an excellent 
manual suggesting many good follow-up actlviv'es. 

Claagroom l^^flnflgtrnfflt ? Students not working on computer can do word 
find sheets using appropriate vocabulary, or they can work on their town 
map for the follow-up activity. 
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Second Lani^uages and Techncl€>c»y 



Proipram Type: Educational Games: Problem Solving 

Activ ity: To provide cultural, geographical, and map-reading skills for 
students about the countries where second language is spoken 

SoftWftyt; Where In Europe is Carmen Sandleg o? Can also use Where in the 
World is Car men Sandiego? Broderbund 

Hardware; Apple family & IBM microcomputers 

mot Site; Student Age/Grade Lcvel/Interftgt Level: 

Age: 12-13 
Grades: 7 & 8 

Interest Level: Grades 6-12 

Subject: A problem-solving and reference skill activity to solve a crime that 
took place somewhere in Europe 

Map skills, geography of Europe, ref erence tools (atlas, almanac, 
gazetteer, etc.) to discover facts about European countries. French-speaking 
countries In Europe. The program is best done in conjunction with media 
coordinator's unit on the above-named reference sources. 
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BEP Correla tion to Seco nd TJF'g'^^tf'? SKUlff Cftmi^tft'^rff «- 

3.1 (K-3i Identify the target country on a map and on a globe 

6.2 (4-6) Identify geographical features of the countries where the target 
language Is spoken and show the relationships between these features and 
products of the countries 

Introduction; Media coordinator introduces programs to small second 
language class groups of eight to ten students, via large screen display 
instruction. Media coordinator and language teacher work together with 
students to solve several crimes using the appropriate reference tools to 
find the answers from the clues given. 

Gnlded Practice; Students work together In small groups to play game. 
Students record their success at solving crime— how long it took, where the 
crime took place, etc. 

Enrlchment/FoUow-np; Students are given a worksheet with various 
questions about France that can be answered by using the reference tools in 
the library. The media coordinator must sign each student's worksheet for 
the student to receive full credit. 

Helpful Hints; Students love this game. It is highly recommended for a lab 
situation so that numbers of students could play at the same time. Hiis is a 
wonderful program for some teaching activities with your media 
coordinator! 

Claggroop i Mfliiflg^jjpr^^tTi^; While media coordinator is demonstrating 
program to individual groups, other students could make and label maps of 
Europe and /or France. 
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Where In Europe Is Carmen Sandlegc? 




\ J 

Use the libraiy to find the answers to the following questions. You must use three dlflerent 
sources. Cite the sources you used at the bottom uf the sheet. Hic media coordinator must sign 
this paper for you to receive credit. 

1. What is the official name of France? 

2. Name three pi oducts France exports to other countries. 

3. Name three products France imports. 

4. What is the area of France? 

5. What is the current population of France? 

6. Into how maity •'departments^ is France subdivided? 

7. What is tlie population of Paris? 

8. What Is the density of the population i in France? 

9. What is the literacy rate In France? 

10. How high is the highest point in France, and w^iat Is it called? 

11. Name three political parties In France. 

12. How many flags of European countries have the same colors as the French flag? Name 
them. 

13. Name the countries in Europe w'lere L lOei h is spoken* 

14. How long is the Lofrc Rivet? 

Your Name Media Coordinator 
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Seccnd Lant^uages and Technclog^ 



Progtam Typ e; Word Processing: Utility 

ActMty; To '!^lte a paragraph using learned verb constructions 

Software; Print Shop . A ppleWorks, and Word Attack Plus in Spanish 

Hardware ; Apple II family and ImageWrlter II printer 

Pilot Site; Student A^e/Grade Level/Interest Level; 

Age: 11-12 
Grades: 6 

Interest Level: Grades 6-12 
SUblect; Spanish writing exercise 

Sfclllt Listening, speaking, pre-reading, reading, and writing 

BEP Correlation to Second Language Skilla Competencies: 

1.1 (K-3) Recognize and understand concrete words, simple phrases, and 
sentences 

2.1 (K-3) Repeat md use ccncrete words, simple phrases, and sentences in 
context 

3.5 (4-6) Pronounce familiar words that are written 
4. 1 (4-6) Recognize and say famiilar words 

5, 1 (4- 6) Copy wiitten words correctly 

5.3 (4-6) Write simple phrases and sentences 

5.6 (4-6) Use action words in context 
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Introduction: Several lessons were involved to introduce two sets of verbs. 

Set I =j2]dL!is^. £amina£.-j^^ 

Set II = cantar . estudiar. hablac. l£££. trab^ar 

Inittniction; Students learn first person present tense of verbs and iLa + 
Infinitive construction through the use of flash cards, pantomime and 
objects used to demonstrate that action. Next, students learn to associate 
spoken word and picture. Then st idents learn to describe what they are 
doing or going to do according to the action in the picture and by 
answering qtiestions such as iQue haces? and iQu^ vas a hacer? Finally, 
students recognize the learned materials throu^ the use of a computer 
program called Word Attack Plus in Spanish . 

Guided Practice; Students are given a list of familiar vocabulary that 
includes the learned verb constructions, simple phrases and sentences, 
nouns, prepositions, and prepositional phrases. They write a paragraph of 
about five lines with the familiar material. Students first compose a rough 
draft which is submitted to the teacher for corrections, They then edit and 
make corrections. Their final copies are approved by the teacher before 
they write the paragraph on the computoT. Studenis are given general 
instructions about the use of the word processing program. 

Enriclunent /Follow-up; Students' paragraphs are printed in a booklet and 
are given to the school media coordinator to add to the media center 
resources. 

Helpful Hin ts: This process is a very time consuming and involved activity. 
Since I only meet my students twice a week. I arrange to have extra time 
v/ith them to continue working on the project. To save time, I preprinted 
the graphics using Print Shc p and made copies. Students then select the 
graphic they want to use for ihelr paragraphs. I n:anually load each sheet 
individually in the printer rather than using the pin-feed process. 



Another idea is to have the students illustrate the paragraphs themselves 
using their own artistic creati ity. Written step-by-step instructions for 
using the word processing program to write the paragraph should be left by 
the computer. A ppleWorks is very easy to use, but I decided to write the 
steps down Just as a precaution. Diacritical marks reed to be added after 
printing. However, there Is a program called EyroWorfeS that is compatible 
with A ppleWorks and is available In Spanish. To save time, students write 
paragraphs on the computer and save them on a data disk, rather than 
printing them at this time. This procedure allowfi the teacher and student 
to do any final ediUng and correcting that might be necessary. 

Cluagroom M Mia tfemcnt: Have a sign-up sheet for students to i^se the 
computer to write their ^^aragraphs. Students who are familiar with the 
program and who have already completed their paragraphs on the computer 
can assist other students using the computer if there are problems. This 
assistance frees the teacher to work with those students who need help 
with the writing and editing. Have another activity for those students who 
are finished writing and are waiting for their turn at the computer. 
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EL ESPANOL 



El e&panol es muy divertido. Me gusta el espa'nol . Hablo 
espanol en clase y en casa. Voy a cantar una cancit^n en 
espariol . 

Steven Chappel 1 e 
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BASQUETBOL 

Hoy voy a jugar a1 basquetbol . Me gusta el basquetbol . 
Juego en casa. Corro con la pelota de b/squetbol y brinco. 
Voy a Jugar al b/squetbol marTana. 

Jason Smith 
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MI ofA EN LA ESCUELA 



Voy a la escuel a . Voy a c'^ase, Trabajo mucho . Estudio 
ingufs, espanol . y historia. Me gusta la escuel a. 



Rob ) n Russel 1 
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LA ( ^FETERIA 

La cafeteriTa est^ en la escuela. Voy a la cafeterTa 
Habla con mif. amxgos. Me gusta la cateteri'a. 

Deb I hoona'Y 
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Teleccmmiinlcatlons Usina FrEd Mall 



FrEd Mall Is an instructional telecommunications network available to North 
Carolina educators. It Is a good one for second language teachers to know 
and to use. The distribution of the FrEd Mall network across North Carolina 
makes a node close to large nimiber of schools and thereby reduces the 
long-distance charges. 

FrEd Mail has electronic mall, bulletin boards, and conferences sections. 
The following materials Include: 

• a map of the local FrEd Mfill nodes with both voice and 

telecommunications telephone numbers 

• planning guides 

• cost guides 

• steps to take for effective use of telecommimlcations In an Instructional 

setting 

For further Information and guidance for setup, teachers may contact their 
local computer coordinators, or Computer Services at the North Carolina 
Department of Public Instruction, Raleigh, North Carolina 27603-1712. 

Do not overlook the potential of this service for contact with other second 
language classes, students in coimtries of the targeted language, fellow 
second language teachers, or others Interested In secrnd language projects 
with students. To participate, or.c needs a microcomputer, a telephone 
line, a modem, communications software, and the desire to "reach out and 
touch.'* 
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FrEd Mall Guide Sheet 



FUkm the instructions .<sK?>t#dto< Ml^mfM 

listed below for Apple lie 

\vith FrEEd sender software. Command(ABCEFOHLMOPRruX7) 



1. Insert a FrEd sender disk 


To read EMail, type E. 




into the disk drive and 


The system tells whether there Is 




ck>se the drive door. 


mall waiting. It then foUowo with 


2. 


Turn on the monitor & CPU. 


this display: 


3. 


The disk drive U^t comes 


<R>ead Mall, <S>end Mall, <I>deas, 




on and the software '1>oots.'' 


<K>ldwlre, <H>elp, <0>ult: 




Choose FrEd Sender at the 






first menu. 




5. 


Insert the data disk In drive 


MSO.llO 




t?A> and press RETURN. 


Rcvd:Dec20, 1S09, 10:10 am 


a 


Choose (P)hone and then 


SubJ : Welcome to FlrEd 




(D)lal. 


<S>klp, <R>ead, <D>elete 


7. 


lype the Unt number 


lype R to read the Message. 




containing the FYEd Mall 


CONTROL S stc^ the screen 




telephone number, or enter 


scrolling. Hitting any key 




the correct number. 


resumes the scrolling. 


a 


When the coiuiectlon Is 


At end of message^ commands are: 




made, there will be a 


<D>elete, <R>ead, <C>opy, and 




high-pitched squeal and 


<P>orward, ?glves a list of 




the words Cormect 1200 


conmmnds. 




will appear on the screen. 


For any files attached, foOow 


9. 


Press RETURN. Following 


commands on screen to <C>apture, 




the welcome ecreen type your 


or ^dl^ransfer. 




USERNAME and PASSWORD, 






or new. The system Is now ready 






for commands. 





ThsTopLsTel! Commagid Msnn 



Time online: 00:00 

Command (ABCEFGHKNOPRIUX?) 

Td see codes, type? 

A <A>€0u8t terminal status 

B <B>ulletln Boards 

C<C>hatw/SYSOP 

E<R> mall 

F <F>eatures 

O <0>oodb;^'e 

H <H>€lp 



K <K>nowledgeable user 
N <N>ews 

O <0> pinion Poll, once only 

P Change <P>assword 

R<R>eadNews 

T <T>lme 

U <U>ser list 

X (lie <X> fer system 

? List these ccmmunds 
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FrEd/Viail NetWork 



Telecommunicatfons 



BRYSON CITY - 704-488-2290 
HICKORY - 704-256-8136 
WADESBORO - 704-694-4523 
WINSTON-SALEM - 919-727-2529 
ROXBORO - 919-697-8528 
WILSON • 919-243-1601 
ELIZABETHTOWN - 919-862-8998 
SWAN QUARTER - 919-926-0953 



Voice 

LEONARD WINCHESTER - 704-488-2152 
TERRY BLEDSOE - 704-256-6240 
SUZANNE GRIFFIN - 704-694-4885 
TOM CLAUSET • 919-727-2213 
DAVID WARLICK - 919'599-2191 
E. D. HAIL - 919-243-2900 
HERL JCINTYRE • 919-862-8998 
ALAN TROUSDELl - 919-926-4521 
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microcomputer (with serial card) 
1-2 disk drives printer 
monitor modem 



Software 

word processing program 
communications program 



Telephone Line (local prices) 
private (installation and monthly) 

or 

cut-off switch (shared Une) 



Other 
Equipment 

multi-line 
controller 

(for multi-line 
telephones) 



Long Distance Charge 
(1 hour per month at 1200 baud) 
station-to-station call 



or 



Telenet I from your site to 
Tymnet J ^^arcst number 

No Long Distance Charge 
800 number 

or 

local call 



nil 

Commercial Communications^ 
. Service 

membership fee (one-time, 

yearly, or monthly) 

usage charge 



Supplies 

paper 
diskettes 
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Telecommunications 



Cost Estimate Guidd 



Installation 

(Southtrn B«ll) 

Monthly chargo 



$110.00 
46.00 




OFF Transfer/Cut-off Key . . . prevents interruptions 
from extension phones 
Purchased from locaS phone company $18 - $25 

installation 25.00 

shipping 10.00 

visit 30.00 
estimated tisne 
and materials 



$15 per qtr hr. 



on* tim* 1«* 

(Southsrn Bell) 



Multi-line Controller . . . 
permits the selection of 
a particular line 

(available trum Radio Shack $39) 

V, 



For more Information call your local 
talephone company. AT&T tyttama: 

800*S32-1026 Large buslnaa* 
80Q-247-7000 Small bualnaaa 



Prime time • 8j00 am to 5:00 pm 
(25% reduction aUer these hours) 

llislde NC (4% otf th©8® rates -7"^»^ 

17'22 mlies $0.24 llrst minute ^^^^^^^^^^^^^ u ' 
$0.17 ea^h additional minule 

$0.28 first minute 
$0.19 eaoh additional minute 

$0.41 first minute 
$0.25 each addiUonai minute 



23-30 miles 
31-40 miles 



41*55 miles 
56-70 mites 



$0,46 first minute 
$0,28 each aGSditlonal minute v 

$0.47 first minute 
$0.31 each additional minute 

Outside NC (4.8% off these rates 7-1-87) 

125*292 miies$0.33 first minute 

$0.26 each additicnel minute 

293-430 miles $0.34 first minute 

$0.28 each additional minute 

For mora Intormt.lon: ATftT 800-222>0400 



% Prpjpott 



CpSt9 

par mmute 
average 

$0.31 



Wade^boro to Charlotte 

(60 mll*8) 

Wadesborp^ ¥ Columbia, S .C. $0.25 

LIncolnton to Charlotte $0.26 

evening $0.10 
(35 milea) 

Coats to Raleigh $0.27 
(30 mllaa) 

Avarage iaerch lima tor tralnad students 
doing online research la five minutes. 

Average time ' for transfer of E-Mail files 
for claea la 2 hra. par month (3008) 



0 



or Telenet, Tymnet numbere 
learest you: 800-544-4005. (Delphi) 



1 
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Inexpensive Hardware and Software Used Successfully for 
Instructional Telecommunications 



APPLE MOD£M 

APDlemate Tnt<>rniil i7M M^flfHl 
Mesa Technology Corp. 
4335 Stuart Andrew Blvd. 
Suite 101 

Charlotte, NC 28217 

ATTN! Sandra McCall 

(800)777.2340 

$153.00 including shipping 

Datfll.ink 1200 Internal Mn^^^p, 

Comes with communications software 
(works with FrEdWriter] 
Preferred Computing 
P.O. Box 815828 
Dallas, TX 75381 
(800)327-7234 or (214)484-5464 
$139.00 + $4.00 UPS shipping 



APPLE COMMUNICATIONS 

Talk Is Ch^ajimAK Shareware) 
Donald Elton 

Carolina System Software 
3207 Berkeley Forest Drive 
Columbia, SC 29209-4111 
$40.00 for manual and support 
$10 for update (3.0) 
(803)776-3936 (modem) 

Pnlnt-tn-PnInt (128K by Beagle Bro.) 
[works with FrEdWriter] 
Silicon Express 
50 E. Mill 

Pataskala, Ohio 43062 
(800)228-0755 or (800) 999-6868 
$59.95 + $3.95 UPS shippi&g 



IBM MODEM 



IBM COMMUNICATIONS 



Avatex Interiifll nno M^j^Pm 
Me^a Technology Corp. 
4335 Stuart Andrew Blvd. 
Suite 101 

Charlotte, NC 28217 
ATTN: Sandra McCall 
(800) 777-2340 
$85.00 including shipping 

Prartlral PgrinhPral Internal 1^00 Mn'*f!n 

Includes Prngomm communications software 

PC Connections 

6 Mill St. 

(GOO) 243-8088 

$69.00 4-$3-$6 shipping 



QauutuHLiShareware) 
The ForbiD Project Inc. 
John Friei lU 
715 Walnut Street 
Cedar Falls, Iowa 50613 
$20.00 

site license available 

ElfiCOffinU^harewarel 
Datastorm Technologies, Inc. 
P.O. Box 1471 
Columbia, MO 652C5 
Marlow, NH 03456 $35.00 
($25.00 to register disk only) 



It will also be necessary for each telecommunlcat'.dg site to have a word processing 
program that is compatible with the chosen communications software. For those who 
are using an Applr computer, we would suggest either Appli>wnrto« or FrF.HWrifi.r . 

We have diskettes of the Public Domain and Shareware programs on the list. Please 
let us know if you need copies. 

NC Dept. of Public Instruction- -Computer Services (919) 733-3193 
116 W. Edenton St.-Raleigfi, NC 27603-1712 
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Thcuitlits 
and Plans 
Drier to 
Cemmunlca^ 
tintf 




Initial Con'" 
tact with 
Ccmniunlca'- 
tlnii Teacher 




USING E-MAlf IV 

IN THE 
CLASSIiOOAi 



• Determine tcta! amount cf money that 
be available for project* 

• Determine availability of a telephone* New 
lines should be placed In the media center or 
computer lab* Cut-off switches are 
recommended for shared lines* A private 
line Is better If money Is available* 

• Select and purchase software and 
hardware* 

• D!an to use a lab settlni^ or a minimum of 
two computers within a classroom or media 
center If a wrltlnit project Is planned* 

• tse the team approach (media coordinator 
and teacher) for mental and physical 
support* 

• Plan to actively Involve all students In the 
class In all activities of the project* 



• Obtain the name of a teacher through an 
C-AiAIL system or through personal contc^ct. 
Some systems have areas where Interested 
teachers can post their names* 

• Voice contact between teachers Is not 
essential for plannlni^ the project^ but It 1$ 
helpful for the first experSence* 

• An exchanito of personal Information 
between teachers Is vital In the early 
Staines* 
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Dreparlnit 
tlio Com'" 
munlcatlon 



H GOT 



• All wrltlnij needs to f ©llev the Five-step 
Vrltlntf Process. 

• After students have been tflven a wriilna topic, 
class time should be allowed for students to 
develop their drafts. The drafts should be 
completed before students be^ln work at 
the computer* At this time, most students 
will be usinct the traditional paper and peiscll 
for the drafting step. However^ the ultimate 
ftoal should be for students to compose at the 
ke^'board. 

• If research Is required* students will need 
time In the media center. 



• Drafts should be edited and revised before 
final work at the computer. Teacher and/or 
peer editing and revlslni^ may be used. (See 
example checksheets.) Editlnti s^^mbols 
should be keyed to the NC Teacher Handbook. 



• /Heme all Individual files Into one lari^e file for 
transmHsflon. 

• Type your *'send message code" at the bottDm 
of the merged file. 

• l^efore tfolnfi online* all Information should be 
readily available (phone numbers, codes* IDs, 
etc.). Every minute should be devoted to 
telecommunicating —not to scrambllni^ around 
looklni^ for some bit of Information. 

• Durlni} the early stages, teachers will probably 
need to mertfe files and perform the uploading 
and downloading procedures. For this to be a 
truly enriching ejvperlence, students should 
eventually do these tasks. 

• Try to transmit durlnit a time of day that you 
will be most free of Interuptlons and when 
time is not a factor. 
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the Ccm-' 
munlcatlen 




• Ccnnect a larije mcnlter (or several small 
€ne$) cr a ICD device t€ a cciwputer $© that 
tlie class can watch the teacher ijc cnllne 
and demonstrate the necessary commands. 



• Students can Interview each other and write 
sketches* 

• Ewchanite class data files If team has access 
to the same data base man^a^hf^^nt^ 
pr^/f$ram« 

• C)vchanise interest surveys. (See attached 
example*) 

• Develop a video In which the students 
Introduce and describe themselves and their 
interests* 

• One school team must do the pairing. This 
can be done bv the teacher or bv student 
choice. Students are best paired bv 
Interest. Other methods could be ability 
levels^ se^9 or bv chance. 



• If a lab or media center Is used, schedule 
time at the bei^lnninii of the project. DIan for 
a minimum of one hour per weelc. (Classroom 
settings allow more f ieilbliitv.) 

• Vlth a limited number of computers^ the 
teachers must devise a workable system for 
typing teit. For eiampie, with 2^ students 
and two computers the students can be 
divided into groups of five. Each group can be 
assigned a day of the week for computer 
time. This would allow weekly access to 
the computer for typing drafts, revisions, 
and the final product. Another method 
would be to post Individual time charts for 
computer usage. 
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Topics 




• Seme e;t:ampie$ €f student wrttinc^ exchanged 
between teachers could help familiarize 
each teacher with what tc expect from the 
communicating class. 

0 Goals and objectives should be def ined# (V8II 
this be a language arts, soclaB studies or an 
Integrated project?) 

• Goals should be correlated with the North 
Carolina Teacher tiandbook* 

• Eralnstorm with students to determine Ideas 
for commiinlcations, but teachers should 
have control over final decisions* 



• Monies will determine thf" number and length 
of communications* Approximately one com- 
munication exchange per month will maintain 
interest and keep teachers reasonably sane! 

• Plan flexible target dates for communica- 
tions* An exchange of school calendars would 
be helpful in setting dates* A posted timeline 
is a good reminder for students and teachers* 



Entrcduc- 
tcry 

Activities 




reyboardlng is highly recommended as a 
prerequisite for writing activities* 

Introduce students to the word processing 
program that will be used for the project* 
Selected students within the classroom can 
be taught f irst, and then they can be used as 
peer tutors* Small group Instruction may be 
useful* 

Introduce students to telecommunications 
through simulations, videos, and/or capture<l 
online sessions that are later reviewed or 
printed* 

Kecord an online session to be used as a 
training tape for the class* (Use VCP and set 
to AIJX or TiJNEP*)* For good resolution, com- 
puter monitors should be used for viewing* 
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Enrichment 
Activities 





Go For It! 



• Prepare a scrapbcck of project activities. 

• Provide Information for local nevs nnedia* 



• Have an Open House or a special "tea' 
parents* 



for 



• Develop a video tape of students and tl^e local 
area, make photographs of students and the 
local area, or make a voice tape to exchange 
vlth the other communicating clas$« In the 
video, students can introduce themselves 
against a backdrop of various school and 
community scenes* 

• Prepare a bulletin board In the hall or media 
center vlth Information about the project 
(maps, letters, pictures, etc*)* 

• Exchange packages of local products, 
brochures, etc* 

• If different states are comm^unlcating, learn 
the tvo state songs* 

• Students may dra^^ sketches of their pen pals 
or of an area described through telecom- 
munications* 

o Follov the veather patterns of the two 
communicating areas* 

• Computo mileage between the teams and 
discover the best route to follow for a car 
trip* 

• Exchange linguistic surveys. (See attached 
example*) 

• Invite local educational leaders to view 
students at work* 

• Exchange descriptions of students and class 
photographSc Each class tries to match 
descriptions with photograpiis* (Numbered 
photographs will make the checking easier*) 

De|)t. €f rutiiic Educatlcn /'SS 
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Ligh^. 

Is Oil 



K iw>tiMi-niMwniM>»MfTi«rr'ifriiTfiWi»nr' I'Tfifrr irrf f 'i ' ■' i ■' ' " mm^m, 



How To Use 
Large Screen 



TV and VCR as a 
Monitor with a Computer 



Front View of VCR 



(Tap«) 



(Clock) □ 



Tape 
TV 



J— I ^SOURCE SELECT 



sat to AUX 



Front Sover (5pari 



Back View of VCR 
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1. Connect video cord from TV to VCR at 



VHF OUT 



VIDEO IN 



2. Connect monitor cord from computer to VCB at 

You may v^ant to purchase a longer cord from Radio Shack 
and a "Y" connector. The "Y" connector will allow vou to use 
the computer monitor and the TV at Vm sam© time. 
Plug "tail" of "Y" cojunector into computeir. One side of the "Y" 
goes to the computer monitor and the other to the TV. 

3. Set channel selector to either 3 or 4. You will probably want to 
leave it where you use it for TV viewing. 



4. On front of VCR, switch Source Select to 



AUX 



5, Turn power on, VCR. TAPEn'V switch should have 



light 



ON 



"1 



6« Set channel selector lo either 3 or 4. This must 
match whatever was selected on back of VCR. 

7. Turn on TV » 



8. Turn on computer and load program. Your computer 
video should be showing on the TV. 



